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POWER AMPLIFIER 


Filament Coated 


Voltage 7.5 
Current 1.25 


Direct Interelectrode Capacitances: 


Grid to Plate 7.1 
Srid to Filament 4.2 
Plate to Filament 


5. 
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Base 
Pin 1-Filament Pin 3-Grid 
Pin 2-Plate ርነ (4) Pin 4-፻ 11309 81 
BOTTOM VIEW 
AMPLIFIER (Class A) 
Operating Conditions and Characteristics: 


Self-bias is advisable in all cases. The resistance in the grid 
coupling circuit should not exceed 10000 ohns. 


* Orid volts measured from mid-point of a-c operated filament. 
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